


SCHENEKER Designers and Manufacturers 


of Specialized Equipment 


350 SYCAMORE STREET, BUFFALO 4, NEW YORK 








Se Aeneker 


SPECIALLY DESIGNED FOR WILLYS VEHICLES 


THE SUPERIORITY OF THE SCHENEKER SNOW PLOW IS READILY 
APPARENT UPON EXAMINATION. IT IS ENGINEERED FOR LONG, 


RUGGED SERVICE AND WILL PAY FOR 


ITSELF QUICKLY WITH 


FAST SNOW REMOVAL OR LIGHT BACK-FILLING JOBS. ITS MANY 


FEATURES INCLUDE: 


* POWER HYDRAULIC, HAND HYDRAULIC OR ELECTRIC HYDRAU- 


LIC LIFTING SYSTEMS. 


* SAFETY SHOCK ABSORBER SPRING. THE SPRING ABSORBS THE 


SHOCK, NOT THE PLOW. 


* ADJUSTABLE SKID SHOES FOR SMOOTHER OPERATION. 


* REVERSIBLE CUTTING EDGE. 


LONG WEARING EDGE CAN BE 


REVERSED TO DOUBLE WEAR. 


* PLOW BLADE ANGLES TO FIVE POSITIONS. 


* ALL WELDED STEEL CONSTRUCTION. 


* PLOW IS HIGHLY MANEUVERABLE. 


DOWN PRESSURE HYDRAULIC SYSTEM AVAILABLE. 


ENTIRE PLOW CAN BE EASILY MOUNTED ON VEHICLE. BLADE 
CAN BE INSTALLED OR REMOVED IN A FEW MINUTES. 


THE MODEL ‘'T’' 1S BUILT FOR THE WILLYS 4WD TRUCK AND STA- 
TION WAGON. IT IS A HEAVY DUTY PLOW WITH BLADE 7’ x 24”. 


SPECIFICATIONS 


















MODEL *‘B'' HEAVY DUTY SNOW PLOW AND ANGLE DOZER IS DE- 
SIGNED FOR THE UNIVERSAL WILLYS JEEP. BLADE IS 6’ x 24”. 


MODEL ‘'T'' FOR MODEL ‘'B'' FOR MODEL *'0"' FOR 
4 WD TRUCK & UNIVERSAL UNIVERSAL 
STATION WAGON WILLYS JEEP WILLYS JEEP 


BLADE SNOWPLOW AND SNOWPLOW AND SNOWPLOW AND 
ANGLE DOZER 7’ ANGLE DOZER 6’ ANGLE DOZER 6 

BLADE HEIGHT 2a” 2a” 2a” 

BLADE LIFT 16” 16” 16” 


BLADE ANGLES. 
CUTTING EDGE 


HAND 
HYDRAULIC 
PUMP 


POWER 
HYDRAULIC 
PUMP 


ELECTRIC 
HYDRAULIC 
PUMP. 


SHIPPING 


WEIGHT 531 LBS. 


FORM 9565M LITHOGRAPHED IN USA 


5 POSITIONS 


REVERSIBLE 


OPTIONAL 


5 POSITIONS 
REVERSIBLE 


OPTIONAL 


474 LBs. 





5 POSITIONS 
REVERSIBLE 


OPTIONAL 


377 Les. 





MODEL *'0"* SNOWFIGHTER SNOWPLOW IS A LIGHTER WEIGHT MODEL ENGI- 
NEERED FOR THE UNIVERSAL JEEP. THIS MODEL FEATURES THE 6’ X 24” BLADE. 








Scheneker Snow plows are engineered to the Willys vebicle and op- 
erate without strain to chassis. «wey are efficient for snow removal, 
highly maneuverable and operate for many years at low cost. 


SCHENEKER IRON WORKS INC. 


350 SYCAMORE STREET BUFFALO 4, NEW YORK 


CHENEKE 











SPECIALLY DESIGNED FOR WILLYS VEHICLES 





FC-150 FC-170 









BLADE WIDTH| 7” 7’ 3% 





BLADE HEIGHT] 24” 24” 24" 








HEIGHT 
OF 16” 16” 16” 
LIFT 





ELECTRIC 


HYDRAULIC optional | optional | optional 





BELT 
DRIVEN optional | optional | optional The superiority of the Scheneker Snow Plow is readily apparent 


HYDRAULIC upon examination. It is engineered for long, rugged service 
and will pay for itself quickly with fast snow removal or light 
back-filling jobs. 








SHIPPING 

WEIGHT 499 Ibs. | 529 Ibs. | 538 Ibs. POWER HYDRAULIC OR ELECTRIC HYDRAULIC LIFTING SYSTEMS. 
approximate SAFETY SHOCK ABSORBER SPRING, THE SPRING ABSORBS THE SHOCK, 

pp 








a NOT THE PLOW. 
ADJUSTABLE SKID SHOES FOR SMOOTHER OPERATION 


REVERSIBLE CUTTING EDGE. LONG WEARING EDGE CAN BE REVERSED 
TO DOUBLE WEAR. 


PLOW BLADE ANGLES TO FIVE POSITIONS. 

ALL WELDED STEEL CONSTRUCTION. 

PLOW IS HIGHLY MANEUVERABLE. 

DOWN PRESSURE HYDRAULIC SYSTEM AVAILABLE. 


ENTIRE PLOW CAN BE EASILY MOUNTED ON VEHICLE. BLADE CAN BE 
INSTALLED OR REMOVED IN A FEW MINUTES. 





350 SYCAMORE STREET, BUFFALO 4, NEW YORK 


Designers and Manufacturers of Specialized Equipment 











SCHENEKER 






SPECIALLY DESIGNED FOR WILLYS VEHICLES 





BLADE WIDTH 








BLADE HEIGHT] 21” 








HEIGHT 
OF 18” 
LIFT 








ELECTRIC 
HYDRAULIC 





optional | optional | optional 4 WD Truck Station Wagon Model W TS 





BELT 
DRIVEN optional | optional | optional 
HYDRAULIC The superiority of the Scheneker Snow Plow is readily apparent 
upon examination. It is engineered for long, rugged service 
and will pay for itself quickly with fast snow removal or light 


460 Ibs. | 469 Ibs. back-filling jobs. 


POWER HYDRAULIC OR ELECTRIC HYDRAULIC LIFTING SYSTEMS. 

SAFETY SHOCK ABSORBER SPRINGS — THE SPRINGS ABSORB THE SHOCK, 
NOT THE PLOW. 

ADJUSTABLE SKID SHOES FOR SMOOTHER OPERATION. 

REVERSIBLE CUTTING EDGE. LONG WEARING EDGE CAN BE REVERSED 
TO DOUBLE WEAR. 

PLOW BLADE ANGLES TO RIGHT OR LEFT. 

ALL WELDED STEEL CONSTRUCTION. 

PLOW IS HIGHLY MANEUVERABLE. 


ENTIRE PLOW CAN BE EASILY MOUNTED ON VEHICLE. BLADE CAN BE 
INSTALLED OR REMOVED IN A FEW MINUTES. 





SHIPPING 
WEIGHT 419 Ibs. 
approximate 








350 SYCAMORE STREET, BUFFALO 4, NEW YORK 


Designers and Manufacturers of Specialized Equipment 





SCHENEKER IRON WORKS, INC. 


_Telephone; 


“\dison 3511 


WILLYS 
WILLYS 


WILLYS 
WILLYS 
WILLYS 


WILLYS 
WILLYS 
ILLYS 


WILLYS 


WILLYS 
WILLYS 


WILLYS 
WILLYS 


350 SYCAMORE STREET 
Buffalo 4, New York 


PRICE SHEET 


JHEP MODEL B power hydraulic 


JEEP MODEL B down pressure, 
power hydraulic 


JEEP MODEL B electric hydraulic 
MODEL FC-150 power hydraulic 


MODEL FC-150 down pressure 
power hydraulic 


MODEL FC-150 electric hydraulic 
TRUCK & WAGON MODEL T power hydraulic 


TRUCK & WAGON MODEL T down pressure 
power hydraulic 


TRUCK & WAGON MODEL T electric 
hydraulic 


MODEL FC-170 power hydraulic 


MODEL FC-170 down pressure 
power hydraulic 


MODEL FC-170 electric hydraulic 


JEEP DOZERETTE MODEL BWM 
power hydraulic 


MODEL AP FITS ALL TRUCKS 1/2 TON — 


1 TON TRUCKS 


(Specify Year & Model) —— power hydraulic 
MODEL AP electric hydraulic 


Blade 
5' or 6! 
6* or 6! 
5 or 6" 
Val 

I 

yt 

TY or 8" 
7" or 8' 
wh ‘or 8! 
7’ or 8! 
7' or 8! 
Pf oF 3" 
6! 

7 or 6! 
7 or 6 


ELECTRIC Hydraulic Systems available 6 or 12 volt - 





August 1, 1957 


LISt 


PRICE 


$295. 


$361. 
$347 
$335 


$401 
$377 
$330. 


$396. 


$382 
$360. 


$426. 
$402. 


$540. 


$391 
$442. 


00 


00 


-00 
-00 


-00 
-00 


00 


00 


.00 


00 


00 
00 


00 


-00 


00 


YOUR 
cost 


$177.00 


$216.60 
$208 .20 
$201.00 


$240.60 
$226.20 
$198.00 


$237.60 


$229.20 
$216.00 


$255.60 
$241.20 


$324.00 


$234.60 
$265.20 


Specify With Order. 


“LL POWER HYDRAULIC UNITS HAVE INDIVIDUAL BELT DRIVE 


ALL PRICES F. 0. B. BUFFALO, NEW YORK — Subject to Change Without Notice. 


SCHENEKER IRON WORKS, INC. 
Telephone: 


~Adison 3511 350 SYCAMORE STREET 
= Buffalo 4, New York 


August 1, 1957 


OPTIONAL EQUIPMENT 
PRICE LIST 


LIST YOUR 

PRICH cost 
POWER PACKAGE - Jeep, Truck & Wagon — 3 Way Valve $115.00 $ 69.00 
4 Way Valve $133.00 $ 79.80 

POWER PACKAGE - FC-150, FC-170 3 Way Valve 125.00 $ 75.00 
4 Way Valve 143.00 $ 85.80 
POWER PACKAGE V-8 Cylinder Trucks 3 Way Valve $140.00 $ 84.00 
POWER PACKAGE -— 6 Cylinder Trucks 3 Way Valve $126.00 $ 75.60 
ELECTRIC HYDRAULIC — 6 or 12 Volt System $167.00 $100.20 
1-1/2 x 10" Stroke Single Action Ram $ 20.00 $ 12.00 
1/4 x 10' Hydraulic Hose $ 13.00 $ 7.80 
Conversion Kit Willys Snow Plows to Down Pressure $115.10 $ 69.06 
Willys Station Wagon & Truck Pedal Tightner Bolt 90 


ALL POWER PACKAGES HAVE INDIVIDUAL BELT DRIVE—Prices DO NOT include Rams 


ALL PRICES F. 0. B. BUFFALO, NEW YORK —— Posted May 2021 
By Brian D. Szafranski 
Prices Subject to Change Without Notice — Elma NY USA 


